POLARIS Linear Narrow&Wide 


T5 Surface/ Suspended 
Slimline Double Parabolic 
Luminaire 


MeOSY CEERI 


LG3 — Luminaire fits to LG3 requirements (with 30% light 
distribution to the ceiling and 70% to the floor). Available on 
request. 


Type: Slim&Wide versions of suspended or surface T5 luminaire for maximum efficiency and quality of light. Attractive design and 
look. Lightweight at just 1.1-2,1 kg with a height of only 57 mm. 
Specification: Double parabolic louvre to give better light distribution. Fully enclosed body with mirror reflector, which improves light output 


and is exceptional to NORTHCLIFFE Lighting. The louvre is fitted into the body with six spring locks for maximum stability. 
Deluxe version louvres are manufactured using Alanod MIRO aluminium with 95% reflection. 

Fully enclosed white steel body. Deluxe version is made completely of matted aluminium. 

Luminaire is plastic-wrapped and packed in twin boxes. 


Installation: Surface luminaire designed to be fixed to ceiling of any type or suspended. 


Application: Indoor. Office buildings, shops and other commercial environments. 
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X Dy » Wire suspension set (SUSY) and plastic cap with spiral cable (CAPW) are available on 
DD request. For more information check option list. 
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Lamp (W) and 


Total wattage, 


holder Overall dimensions (LxWxH), mm Weight, kg 
Polaris 128 A20 DB 1x28 (G5) 1210x143x57 1,1 30,5 
Polaris 154 A24 DB 1x54 (G5) 1210x143x57 1,1 58 
Polaris 228 A21 DB 2x28 (G5) 1210x143x57 1,2 60 
Polaris 254 A25 DB 2x54 (G5) 1210x143x57 1,2 116 
Polaris 228 A22 DB 2x28 (G5) 1210x295x57 1,9 60 
Polaris 254 A26 DB 2x54 (G5) 1210x295x57 1,9 116 
Polaris 428 A23 DB 4x28 (G5) 1210x295x57 2,1 120 
Polaris 454 A27 DB 4x54 (G5) 1210x295x57 2,1 232 
Polaris 128 A20 Deluxe 1x28 (G5) 1210x143x57 1,1 30,5 
Polaris 154 A24 Deluxe 1x54 (G5) 1210x143x57 1,1 58 
Polaris 228 A21 Deluxe 2x28 (G5) 1210x143x57 1,2 60 
Polaris 254 A25 Deluxe 2x54 (G5) 1210x143x57 11,22 116 
Polaris 228 A22 Deluxe 2x28 (G5) 1210x295x57 1,9 60 
Polaris 254 A26 Deluxe 2x54 (G5) 1210x295x57 1,9 116 
Polaris 428 A23 Deluxe 4x28 (G5) 1210x295x57 2,1 120 
Polaris 454 A27 Deluxe 4x54 (G5) 1210x295x57 2A 232 


1x14/24 and 2x14/24W versions are available on request 


Options available on request: 


DIM- Dimmable ballast 1-10V MRO- Mirror reflector Deluxe 
SDIM- —_ Switch-control/dimming MTO- Matted reflector Deluxe (subject to minimum quantity) 
DALI- DALI ballast SMS- Glossy aluminium body 
MAT- Matted reflector SUSY- Suspension wire set (2 pcs) 
LG3- LG3 option CAPW- White cap with spiral cable 3x1mm2 
Deluxe- MIRO® aluminium louvre and matted aluminium body DB- Version with straight cross-blades 
POLARIS 228 A21 POLARIS 228 A21 DELUXE LG3 
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